Counter-Revolt:   The Kapp Putsch
only 5 feet 2 inches in height and here I was accused of
having slapped an army officer in the face. The
assault was alleged to have occurred on the first day of
the Kapp Putsch, in our headquarters at the Frank-
furter Hof.
" Of course/5 said the judge, " I understand that it
is not this method of attack you usually use.55
" Thank you, your honour. But you will under-
stand that I should appreciate the army's knowing that
too. Would you do me the favour of confronting me
with the officer whom I am supposed to have slapped
in the face ? I do not want the story going around after
I am elected to the Reichstag, which I certainly shall
be within a few weeks. I would then have the privilege
of parliamentary immunity. And the atmosphere of
hatred against me in the army would persist. I am
afraid it would then be impossible to have the matter
cleared up. The house probably would not be willing
to lift my immunity.55
The judge understood and acquiesced. After a few
hours an officer entered the room. He was very tall,
a giant almost. The judge's eyes met mine. We could
scarcely withhold our laughter.
I burst out with the question :
" I am Toni Sender; do you really pretend I
slapped you? "
The officer was terribly embarrassed. He looked at
me, his blood mounting to his face.
" No, it was not this lady,55 he stammered.
I asked the judge to grant me the right to have this
answer published in the barracks and thus end the
slander for all time. He agreed.
I  am  still  convinced that the  officer never was
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